KISHPAUGH, FREDERICKSBURG, VA. 


The Home of Mary, the Mother of George o 
Washington, Fredericksburg, Va. This plain £ 
old-fashioned one-and-one-half story dwelling °. 
was the home of the mother of our first < 
President from 1772 to her death in 1789. The ^ 
boxwood she planted still grows in the old ^ 
English type garden. ^ 
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